^an.  2nd 


/ 43 


r.  William  A,  Spenor 

North  Am^r.  Oar  Corp.,  327  S.  LaSallo  St., 

Chicago,  HI. 


1878  U.S.  Dollar.  7 faath^rs  In 

tall.  Brilliant  proof  $20  00 


